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THERE IS AN AREA FORWARD OF THE SSB THAT IS RESERVED 
FOR AN ALTERNATE INSTALLATION OF SYSTEM $IX EQUIPMENT CINFO 

WHEN SYSTEM* SEVEN IS INSTALLED, 


AMP, AND 


QUERY* 

IS THIS ALTERNATE POSITION STILL REQUIRED OR MAY WE CONSIDER 
IT USABLE FOR INSTALLATION OF JACAN/ADF, VORTAC/ADF, OR VOB/ADF? 
IF SYSTEM SEVEN IS STILL REQUIRED Is IT FEASIBLE TO INSTALL 
A QUICKLY REMOVABLE TACAN/ADF ET AL SO THAT THE ALTERNATE 
SYSTEM SIX EQUIPf-ENT CAN BE INSTALLED IN LIEU THEREOF? 
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